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The  building  is  of  granite  in  the  style  of  the  Gothic  Revival. 
Itc  structure  is  cruciform,  with  a  square  tower  surmounted 
by  a  high  and  ornate  steeple  in  the  front.  The  main  facade 
is  embellished  with  three  arched  doorways  supported  by 
Corinthian  columns,  and  a  rose  window.  The  church  was 
erected  in  1905  by  Mrs,  Mary  Baker  Eddy.  It  houses  an 
auditorium  and  a  library. 


